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ACTION OC-05 

INFO OCT-01 EUR- 1 2 ISO-OO OCL-OO CCO-OO SY-04 FBO-02 A-01 

/025 W 

094390 

R 301218Z JAN 75 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 7747 
AMEMBASSY ATHENS 
AMCONSUL FRANKFURT 
AMEMBASSY BIERUT 

CONFIDENTIAL ANKARA 0859 

ATHENS FOR ATO AND RTO 

FRANKFURT FOR RMO AND RSS 

BEIRUT FOR RCO 

E.O. 11652: GDS 
TAGS: ASEC, ACOM 

SUBJ: AC POWER RENOVATION-ANKARA 
REF: STATE 011843 AND ANKARA 604 (NOTAL) 

1. FOLLOWING CONSULTATIONS WITH ATO ENGINEER DURING ANKARA 
VISIT ON JANUARY 24, EMBASSY IS PREPARED TO UNDERTAKE AS SOON 
AS POSSIBLE ALL ASPECTS OF PROPOSED AC POWER RENOVATION. SCOPE 

OF WORK UP TO CCC FOYER AREA WILL REQUIRE FUNDING FOR CERTAIN LOCALLY 
PROCURED MATERIAL AND LABOR ESTIMATED TO COST TL 70,000 
OR $5,000. REQUEST TELEGRAPHIC FUND CITATION TO PROCEED WITH 
NECESSARY ARRANGEMENTS. 

2. AS ALL WORK WILL BE PERFORMED ON TELEPHONE AND ELECTRICAL 
SYSTEMS WITHIN A DESIGNATED RESTRICTED AREA CONTAINING MANY 
SENSITIVE OFFICES, TURKISH CRAFTSMEN, WHO WILL WORK UNDER 
SUPERVISION OF MISSION MAINTENANCE SUPERVISORS, WILL REQUIRE 
CLOSE ESCORT AND MONITORING. POST DOES NOT HAVE SUFFICIENT 
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PROJECT, WHICH MUST BE CARRIED OUT AFTER HOURS AND ON NON-WORK 
DAYS. BASED ON PROJECT REQUIREMENTS, IT IS REQUESTED THAT TWO 
MSG PERSONNEL BE ASSIGNED TDY FOR ESTIMATED PERIOD OF THREE 
TO FOUR WEEKS TO ESCORT AND MONITOR LOCAL LABOR FORCE. WOULD 
LIKE TO COMMENCE PROJECT AS EARLY IN FEBRUARY AS TDY 
RESOURCES WOULD PERMIT. 

3. RE PARA 2, STATE 011843, WORK WITHIN C&R/TCU AREA WILL ALSO 
REQUIRE MINIMUM OF TWO ATO AND/OR SEABEES FOR APPROXIMATELY 
THREE WEEKS. IF AVAILABLE, POST WOULD LIKE TO COMPLETE THIS 
PORTION OF PROJECT BETWEEN FEBRUARY 15 AND MARCH 10. 

4. PLEASE ADVISE AVAILABILITY DATE OF MSG, ATO AND SEABEE 
PERSONNEL FOR ABOVE PROJECT. 

MACOMBER 
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